King, Valerie A. 


From: 

Sent: 

To: 

Cc: 

Subject: 

Sensitivity: 


Q 

Re: Credtinlne 
"Batches” 

All, 

Attached is an explaination of how the MDS LNK Clin Lab "batches" Creatinine 
samples for analysis. 

Please let us know if you have any questions. 

Thanks 

Kim 

Kimberly Prchal 
Senior Project Manager 
MDS Pharma Services 
621 Rose Street 
Lincoln, NB 68502 USA 
kirnberly. prchalSmdsps. com 
P;402-437-4773 
C:402-610-0190 
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